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Message Text 

UNCLASSIFIED 

PAGE 01 LONDON 12375 031 725Z 
ACTION EUR- 12 

INFO OCT-01 AF-10 EA-12 ISO-00 HEW-06 AGRE-00 EB-08 
OES-09 /058 W 

078290 031738Z/47 

PR031715Z AUG 78 
FM AMEMBASSY LONDON 
TO SECSTATE WASHDC PRIORITY 8785 
INFO USDOC WASHDC 
AMEMBASSY PARIS 
AMEMBASSY STOCKHOLM 
AMCONSUL CAPE TOWN 
AMCONSUL DURBAN 
AMCONSUL AUCKLAND 

UNCLAS LONDON 12375 

E.O. 11652: N/A 
TAGS: SWEL, EEIS 

SUBJECT: CONTAMINATED CANNED SALMON 
PLEASE PASS PDA (SWANSON), USDA 
REP: LONDON 12279; LONDON 12149 

1 . HMG HEALTH OFFICIALS STATE THAT TESTS ON CAN INCLU- 
DING CHEMICAL TESTING HAVE SO FAR SHOWN NO, RPT NO 
EVIDENCE, OF INSUFFICIENT HEAT TREATMENT IN COURSE OF 
PROCESSING OF SALMON. COLLINDALE LABORATORY HAS GROWN 
A CHLORISTRIDIUM SPECIES BUT THIS HAS NOT YET BEEN 
IDENTIFIED AS A BOTULISM SPECIES. 

2. SENIOR MEDICAL OFFICER OF MINISTRY FOR HEALTH 
AND SOCIAL SECURITY IS PASSING ABOVE TO FDA/SWANSON. 

3. NO FURTHER CASES OF POISONING BEYOND 4 TAKEN ILL 
IN BIRMINGHAM, LAST WEEKEND, HAVE BEEN IDENTIFIED AS 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 LONDON 12375 031 725Z 

OF COB, AUG 3. 

BREWSTER 


UNCLASSIFIED 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 jan 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: SALMON, RESEARCH, FOOD CONTAMINATION 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 03 aug 1978 

Decaption Date: 01 jan 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 jan 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978LONDON12375 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D780318-0616 

Format: TEL 
From: LONDON 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1978/newtext/t1 978081 03/aaaadihd.tel 

Line Count: 57 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: 2a160358-c288-dd11-92da-001cc4696bcc 

Office: ACTION EUR 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 78 LONDON 12279, 78 LONDON 12149 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 29 mar 2005 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: N/A 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 1549296 
Secure: OPEN 
Status: NATIVE 

Subject: CONTAMINATED CANNED SALMON PLEASE PASS FDA (SWANSON), USDA 
TAGS: SWEL, EFIS 
To: STATE 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/2a1 60358-c288-dd1 1 -92da-001 cc4696bcc 
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